THE SELWYN HOTEL 

CH.VKI.OTTK, N. C. 
is the city’s most centrally located hotel, is known 
throughout the South for its large rooms, spacious 
lobby and excellent service. 

Rooms without bath...'..$1.75 

Rooms with bath.2.25 to 2.50 

Sample Rooms.3.00 to 4.00 

Coffee Shop and Dining Room 

R. H. BROOKS, Manager 
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